Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 8/2/2010 7:08:27 PM 

To: Connolly, Grace (DPH) [Grace.Connolly@state.ma.us]; English, Beth (DPH) [Beth.English@state.ma.us] 

CC: Byrne, Eric (DPH) [Eric.Byrne@state.ma.us]; Taugher, Helen (DPH) [Helen.Taugher@state.ma.us]; Hanchett, James 

(DPH) [James.Hanchett@state.ma.us] 

Subject: DPH Server move 


Grace and Beth, 

I've worked out the move of the computer servers with the folks you have asked me to and I notified some of 
the staff in the building. I do not have email for everyone in Morrill. Could someone from your office send out 
a blanket email letting staff know the server will be moved August 10 at 9:00 am and the process should only 
take a few hours. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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